Pacific Bridge 


Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Spring 1967 


(20/05/1967) 


Captain Cooper T 





Chief Eng Officer Neve P 
Chief Officer Anderson K 2nd Eng Officer Hughes G.K 
2nd Officer Coventry P.H.S 3rd Eng Officer Mears C.R 
3rd Officer Sefford P.W 4th Eng Officer Paulusz M 
Radio Officer Bateman R.D 5th Eng Officer Stevenson W.A 
Purser Oates J.W 6th Eng Officer Lambert R.A.H 
7th Eng Officer Harrison |.D 
Electrical Officer Bailey P 
Carpenter Finlayson J 
Autumn 1967 
(21/11/1967) 
Captain Pyle H.W 
Chief Eng Officer Neve P 
Chief Officer Gavin J.S 2nd Eng Officer Hughes G.K 
Ext Chief Officer Routledge J.D 3rd Eng Officer King H.M 
3rd Officer Brown D.M 4th Eng Officer Turner K.W 
Deck Cadet Williams J.H 5th Eng Officer Marsh A.J 
Radio Officer Kielthy P.J 7th Eng Officer Siney B.J 
Purser Wilkinson J.F Electrical Officer Dunn R.B 


Carpenter Finlayson J 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Summer 1968 


(22/06/1968) 


Captain Cooper T 
Chief Eng Officer Robertson A 





Anderson K 2nd Eng Officer Mcdonald J.A 
Brown D.M 3rd Eng Officer Edgington J.S 
Meredith M.T 4th Eng Officer Swift J 
Kielthy P.K 5th Eng Officer Douglas A 
Kays W.H 6th Eng Officer MacFarlane A 
7th Eng Officer Graham P 
Electrical Officer Bleasdale T.P 
Supernumerary King M.G 
Carpenter McHugh G 
Autumn 1968 
(01/12/1968) 
Captain Waldie J.W 
Chief Eng Officer Neve P 
Arthur K 2nd Eng Officer Hughes G.K 
Dobson G.F 3rd Eng Officer Barnes D.A 
McMullan J 4th Eng Officer Hutchinson R 
Kunze A.R 5th Eng Officer Taylor F 
Daly J.L.H Ext 5th Eng Officer Matthews T.P 
Finlayson E.M 7th Eng Officer Roberts K 


Electrical Officer Harding V 
Carpenter Finlayson J 





Summer 1969 


(30/06/1969) 


Captain Pyle H.W 
Chief Eng Officer Tennet G 


Chief Officer Gavin J.S 
2nd Officer Braddock A.N.L 
3rd Officer Gibson S.H 
Radio Officer Phillips T.H 
Purser Oates J.W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 

Electrical Officer 

Carpenter Finlayson J 
Serang (Deck) Mukherjee K.R 


Clark | 
Barnes D.A 
Nixon P 

Fry P 

Inman J.R 
Barker C.J 
Ellerton C.L.F 


Storekeeper Ibrahim M 
Winter 1969 
(25/12/1969) 
Captain Waldie J.W 
Chief Eng Officer Pearson W.E 
Chief Officer Garner J.E 2nd Eng Officer Ford A 
2nd Officer Dye D.M 3rd Eng Officer Macfarlane A.P 
3rd Officer Howland P 4th Eng Officer Gibson K 
Deck Cadet Farrimond M.J 5th Eng Officer Ratcliffe A.T 
Deck Cadet Hodgson R.B 6th Eng Officer Stead P.A 
Purser Heaslip G 7th Eng Officer Ballantine J.S 
Engineer Cadet Palmer W.E 
Electrical Officer Ritchie R.S 
Carpenter Miller A.J 
Serang (Deck) Dey S.C 
Cook D'Gomes L 


Storekeeper Qasim M 





Summer 1970 


(01/07/1970) 


Chief Officer Garner J.E 
2nd Officer Gow P.D 
Ext Chief Officer Clarkson R.J.E 
Radio Officer Cunnison A.J 
Purser Reed A 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Carpenter 


Serang (Deck) 
Serang (Engine) 


Cook 


Storekeeper 


Captain Waldie J.W 
Chief Eng Officer Brown L.G 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 

Blease T.V 

Bapari P.L 

Mondal G.C 

Gomes J 

Mohd N 





Spring 1971 


(01/04/1971) 


Neish R.J 

Green M.D 

Waldron P.A 
Stamford-Burrows C.J 
Miley D 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Owen D.R 
Stanley P.F 
Needham T.A 
Douglas P.F 
Kyle A.M 
Cook J 
Harding V.T 


Captain Swift K.P.G 
Chief Eng Officer Green H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
2nd Elect Officer 
Glynn K 
Rashid A 
Das P.C 
Ghosh A.K 
Mohd N 





Sykes B 
Stevenson W.A 
Rigby E 
Kearney A.P 
Longworth B 
Prescott R.D 
Burden J 
Chambers K.A 
Jones R.D 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Summer 1971 


(01/08/1971) 


Gavin J.S 
Green M.D 
Kunze A.R 
Hopwood W.S 
Capes J.T 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Jones E.H 
Chief Eng Officer Robertson A 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Millar A.J 
Rashid A 
Das P.C 
Ghosh A.K 
Mohd N 


Spring 1972 


(29/04/1972) 


Reeves M.M 
Bell R.N 
Hodgkinson J.H 
Cunnison A.J 
Callon J 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Stronge R 
Stevenson W.A 
Jones T.J 
Douglas P.F 
Gahan B 
Edwards A.N 
Thomson R.J 
Barton F 

Jones R.D 


Captain Pierce E.A.A 
Chief Eng Officer Tennet G 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 

McHugh G 

Hug A 

Bardham R.C 

Sardar B.B 

Elias M 





Hesketh C.S 
Turner W.G 
O'Donnell J.F 
Eastwood H.D 
Beveridge J.C 
Nicholson G.J 
Sutherland K 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Autumn 1972 


(01/10/1972) 


Captain Waldie J.W 
Chief Eng Officer Milligan T.W 





Preshaw A.G 2nd Eng Officer MacDonald J.A.M 
Bayliss E.W 3rd Eng Officer Hartharn P.J 
Hanlen B.A Ext 3rd Eng Officer Turner K.W 
Fell A.E 4th Eng Officer Golembka F.M 
McNeill R Jnr Eng Officer Wright | 
Engineer Cadet Wilkins A.D 
Engineer Cadet Williams G.J 
Electrical Officer Youdale L 
Carpenter Miller A.J 
Serang (Deck) Huq A 
Serang (Engine) Bardham R.C 
Cook Sardar B 
Storekeeper Elias M 
Spring 1973 
(01/04/1973) 
Captain Waldie J.W 
Chief Eng Officer Baker | 
Brown D.M 2nd Eng Officer Mullaly A.E 
Thomas D.H 3rd Eng Officer Lawrenson J 
Kuczynski R.V 4th Eng Officer Seymour G.F 
Williamson J.M 5th Eng Officer Nicholson G.J 
Kays W.H Jnr Eng Officer Roberts A.J 


Carpenter 


Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 
Blease T.V 


Burton G.A 
Cantlwell P.T 
Thomas A 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Autumn 1973 


(07/10/1973) 


Captain King M.G 
Chief Eng Officer Worthington T.C 





Garner J.E 2nd Eng Officer Penman J 
Bytheway P.S 3rd Eng Officer Kyle A.M 
Williams P.G 4th Eng Officer Lamb S.G 
Connolly D 5th Eng Officer Higgins J 
Traynor J.A Engineer Cadet Taylor J.D 
Engineer Cadet Eastwood S 
Cadet Act Jnr Eng Officer Bishop C.F 
Electrical Officer Williams E.J 
Carpenter Miller A.J 
Winter 1973 
(19/02/1974) 
Captain Grey E.H 
Chief Eng Officer Baker | 
Allison J.K 2nd Eng Officer McConnell R.J 
Hanlen B.A 3rd Eng Officer Stevenson W.A 
Scrimgour P 4th Eng Officer Cotton A 
Conn | 5th Eng Officer Sweeney M.R 
Gulliver S Ext 5th Eng Officer Savage K 


Jnr Eng Officer 
Electrical Officer 
Carpenter Tregidgo A.J 





Roberts A 
Thomas A 


